
YELLOW. DATA SHEET REMARKS! " LENS HOUSING WAS RU3BING SLIGHTLY 
AGAINST HATCH; NOT DURING EXPOSURE HOWEVER.’* 9R SIDE SHOWS A 
DE -SENSITIZED SPOT 2 AND5/15 INCHES IN FROM DATA CHAMBER EDGE AND 
APPEARS AT SAME FREQUENCY LONGITUDINALLY. WE BELIEVE THIS IS 
CAUSED BY A CAMERA ROLLER WITH A DIAMETER OF APPROXIMATELY .74 
INCHES. MISSION APPEARS TO HAVE 40 TO 50 PERCENT CLOUD COVER. 
MAXIMUM DEVELOPMENT BEING GIVEN TO BRING OUT DETAIL IN CLOUD 
SHADOWS. NINE INSTANCES OF SHUTTER MALFUNCTION IN FIRST 75 FRAMES, 
ANOTHER INSTANCE AT ABOUT FRAME 150. NO PRONOUNCED VACUUM TR0U3LE 
NOTICED, RESOLUTION FAIR. DATA CHAMBER NOT AS LEGIBLE AS USUAL. 
EXPOSURE ADEQUATE, NO CHANGE ADVOCATED. 

2. FYI WE HAD CONSIDERABLE PROCESSING TROUBLE ON 9R INCLUDING 
A BREAK IN THE MACHINE INVOLVING APPROXIMATELY 50 FRAMES. FEAR 
SOME POTENTIAL DATA LOST BUT WILL DO BEST SALVAGE JOB POSSIBLE. 

END OF MESSAGE 
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